,. 
Receiving Report 


Date: 
JW7?-9 


Supplier: It III IJYN&--/'YVe...- 


Batch No: l/l1 b '2.q ..1.7 


Dart P/O: 
<t:J?'[ptJ,/O'( 0 7.$L 


Packing Slip: 
Invoice: 
Receipt: 
New Supplier 


Yes 
~o 
__ 
Yes 
__ 
No -=-- 
Cash 
Cr-;-" 
Yes 
No 
c;;.-- 


Release Note Attached: 
Yes 
e.---No 
N/A 
Waybill Attached: 
Yes 
-- 
No ~ 
Shipment Complete: 
Yes = No VN/A 
QC18 Inspection 
N/A--- 
Work Order 
N/A ~ 


Discre ancies 


Part Number 


Production/Admin: 
Date 
Received/Costing 
Initial 


Description 
Quantity 
Quantity 
Ordered 
Rec'd 


c) 


Comment I NCR 
Number 


Initials of Receiver 
QC12 


Locationc..cJ 


H:\FORMS\Purchasing\approved 
purch\RECREPORT 
Rev F 


AIR DYNAMICS 
19420B CLARK GRAHAM AVENUE 
BAIE D'URFE, QUEBEC 
H9X 3R8 


~~~RT 
AEROSPACE 


Order From : 


Dart Aerospace Ltd. 
1270 Aberdeen Street 
Hawkesbury, 
ON K6A lK7 
Tel: 6136329577 
Fax: 613 6321053 


VC-ADOOI 


PURCHASE ORDER 


Purchase Order ill P024736 


Purchase Order Date 6/24/2014 
PO Print Date 6/24/2014 


Page Number 
1 of 2 


Ship To: 
DART AEROSPACE LTD 


1270 ABERDEEN 
HAWKESBURY, 
ON K6A lK7 
CANADA 


Contact Name 


Vendor Phone 


Ship To Contact 
Ship To Phone 


Ship Via: 
Ship Acct: 


514-457-4287 


FedEx PI collect 


Buyer 
Customer POID 
Customer Tax # 
Terms 
Currency 


FOB 


Michael Gregoire 


10127-2607 
Net 30 
CAD 


FCA - (Free Carrier) 


Line 
Reference 
Nbr 
Vendor Part Number 


Line Comments 
Delivery Comments 


513B-8B 


Description! 
MCgID 


DRAIN VALVE 
ELECTRIC 


ReqDatel 
CD 
Req Qty/ 
PO Unit Price 
Extended 


Taxable 
Unit of 
Price 
Measure 
Promise Date 


10/31/2014 
12.00 
$1,045.00 
$12,540.00 


No 
Each 


10/31/2014 


2 
20C8A 


3 
CB200-40 


Note: 


Check Valve 


ADHESIVE (40 ml) 


6/24/2014 


10/31/2014 
FN 


Yes 


10/31/2014 


7/11/2014 


Yes 


7/1112014 


Line Total: 


6.00 
Each 


Line Total: 
./ 
6.00 


Pm/t/?pJ 


$460.00 


$55.00 


$12,540.00 


$2,760.00 


$2,760.00 


$330.00 


~30642 


2 3 JUIL.2014 


CLICK 
BONi) 
INC. 
2151 LOCKHEED 
WAY 
CARSON 
CITY, 
NV 89706-0713 
PHONE: 
(775)885-8000 
FAX: 
(775)883-0191 


CERTIFICATION OF CONFORMANCE 


Customer: 
AIR 
DYNAMICS 
COMPANY 
LTD 
Customer 
PO: 
030642 


Customer 
PIN: 
CB200-40 
Quantity: 
10 


Customer 
Rev Number: 
1 
Lot Number: 
20138379-02-01 


Click Bond PIN: 
CB200-40 
Click Bond 
Cage Code: 
66530 
Click Bond Rev Number: 
1 


SHELF LIFE: 


Room Temperature 
6 Months 
Exp. Date: 
21-Jan-2015 
, Refrigerated 
(35-5b deg F) 
1 Year 
Exp. Date: 
21-Jul-2015 


As the authorized 
representative 
of Click Bond, Inc. the undersigned, 
warrants 
and represents: 
the product identified 
on this Certificate 
of Conformance 
has been manufactured, 
inspected 
and unless otherwise 
noted, conforms 
in all 
respects to the applicable 
customer 
purchase 
order, drawings, 
specifications 
and standards. 
The information 
appearing 
herein is true and accurate. 
This certificate 
may be used to induce payment 
with the knowledge 
the 
information 
and certification 
may be used as a basis for such payment. 


If no customer 
specific Quality Requirement 
is stipulated 
in your purchase 
order, goods produced 
are inspected 
to 
Click Bond's Registered 
Quality and Environmental 
Management 
Systems. 
The systems 
and procedures 
conform to 
the requirements 
of AS91 00, ISO 9001, ISO 14001 and ISO 10012. 


Click Bond, Inc. certifies these goods were not manufactured 
with and do not contain asbestos, 
ozone depleting 
substances, 
mercury, pure tin, pure zinc, 
cadmium, 
or radioactive 
material. 
Complete 
reports of physical and 
chemical tests and composition 
are on file for customer 
examination. 


Products represented 
by this certificate 
of conformance 
were manufactured 
in the United States of America 
and 
comply with the requirements 
of DFARS 252.225-7009 
with Alternate 
1. 


Where applicable, 
Click Bond warrants 
the performance 
of the fixtures for 10 years from the date of certification. 


"The first eight digits of the 'Lot Number' 
is the same as 'Our Order No.' on the packing 
list." 


7/21/2014 


Date of Certification 
TE - Quality 
Control 


o 


"= 
AIR DYNAMICS 
AQ:,FN fo 
RELEASE 
194208 Clark Graham Avenue 
l'V''y . 
~O~~~~~~~~ldi~'ZN~15.~~(L49HQ, 
:::uc:t~Q~i5r=~c:D 


S~~R 
6Ae.:: :5.q.b/ 
~.t l ;(Q.I..2 
~::: . 


NEW 
~ 
..REPAIRED 
INSPECTED 
OVERHAULED 
MODIFIED 
/. 


PREVIOUS 
CERTIFICATION .6tf:&2~4.a {Q1Jt~9J..~~.g19.T..9~.::S! 
. 


I HEREBY 
CERTIFY 
THAT THE AIRCRAFT 
PARTS, APPLIANCES 
AND/OR 
MATERIALS 
DESCRIBED 
HEREON 
WERE 
ACQUIRED 
FROM A SOURCE 
OF SUPPLY THAT IS CONSISTANT 
WITH THE CONDITIONS 
UNDER 
WHICH THE DEPARTMENT 
OF TRAN~RT 
DISTBIBUTOR 
APPROV, 
, , 
-89 
N GRANTED. 


DATE :s.U..I.'Y a.:;.I 
O'J.01 
' 
I:NSPEctOR;S.siGNATU'FlE 
. 


Io 


JE CEHTlAE 
PAR lES PRESE1IITES Qlll: LES PIECES D'AERONEPS 


DECRlrES 
9ANS lE PRE~ENT CERTIFICAT ONT ETE. OBTENUES O'IIN1 
SOURCE D'APPROVISIONNEMENT CQNFORME AUX CONDffiOHS 
.wxQUEllfS LE CERTIReAT 
D'AUTQRlSATION 
DE OlSTRIBUTION 
NO. 12-89 DU MlNlSTERE DES TRANSPORTS A ETfATTlUaUE. 
(1)/AI' 
DATE 
VZk57f¥ 
6"j' 
p 
; 
sa 


